110     DOCKETED ITEMS

-9106040124 Amend 50 to license NPF-16,changing max allowable primary loop resist-
ance ternp detection delay time from 8 s to 14s.
BERKOW.H.N. Project Directorate II-2. 91 /05/23. 6pp. 57894:050-57894:055.

-9106040128 Safety evaluation supporting amend 50 to license NPF-16.
* Office of Nuclear Reactor Regulation,  Director (Post 870411).  91/05/23. 3pp.
57894:056-57894:058.

9106060175 Summary of 910521 meeting w/Florida Power & Light Co re implementa-
tion of station blackout rule at facility.

NORR1S.J.A.   Project   Directorate   II-2.   91/05/28.   Project  Directorate   II-2.   31pp.
57934:308-57934:338.

9106070197 informs of intent to use ASME Code Case N-426.
BOHLKE,W.H. Florida Power & Light Co. 91/06/03. Document Control Branch (Docu-
ment Control Desk). 1p. 58015:001-58015:001.

9106110013 Forwards response to request for addl info during 910530 enforcement
conference re results of interviews conducted in area of operations.lnterview topics
include.procedural compliance.independent verification & clearances.
SAGER.D.A. Florida Power & Light Co. 91 /06/05. Document Control Branch (Docu-
ment Control Desk). 6pp. 58095:329-58095:334.

9106140138 Notification of 910611 meeting w/util in Rockville.MD to discuss status of
active licensing actions.

NORRIS.J.A. Project Directorate II-2. 91/06/11. BERKOW.H.N. Project Directorate II-
2. 3pp. 58113:331-58113:333.

9106280190 Forwards "Unusual or Important Environ Event" to correct typo detected in
paragraph A of attachment in util Itr L-91-158.

SAGER.D.A. Florida Power & Light Co. 91/06/24. Document Control Branch (Docu-
ment Control Desk). 2pp. 58272:257-58272:258.

Q. Inspection reports, JE Bulletins & correspondence

9106110096 Informs that NRC has reversed position on 901212 Itr re not providing writ-
ten ack of receipt & review of responses to severity level IV & V NO Vs.
EBNETER.S.D. Region 2 (Post 820201). 91/03/21. GOLDBERG.J.H. Florida Power &
Light Co. 4pp. 57997:295-57997:298.

9105090386 NRC fnfo Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106110021 Forwards exam rept 50-335/91-300 for exams administered on 910429-
0502.

PEEBLES.T.A. Region 2 (Post 820201). 91/05/28. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 57995:156-57995:324.

-9106110026 Exam rept 50-335/91-SOOon 910430-0502.Exam results:six SROs passed
written exams & operating tests.
MOORMAN.J.H. Region 2 (Post 820201). 91/05/24. 167pp. 57995:158-57995:324.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270355 Summary of 910530 enforcement conference w/util in Atlanta, GA re cir-
cumstances surrounding apparent violations identified in insp repts 50-335/91-11 &
50-389/91-11.

REYES.LA. Region 2 (Post 820201). 91/06/12. GOLDBERG.J.H. Florida Power &
Light Co. 28pp. 58233:188-58233:215.

9106240003 Forwards closeout summary rept for NRC Bulletin 79-02,per NRC request
during Insps 50-335/91-02 & 50-389/91-02 including schedule for completion of re-
maining as-built activities.

SAGER.DA Florida Power & Light Co. 91/06/13. Document Control Branch (Docu-
ment Control Desk). 3pp. 58212:313-58212:315.

R. Periodic operating reports & related correspondence

9106210130 Monthly operating repts for May 1991 for St Lucie.W/910613 Itr.
BREEN.JJ., SAGER.D.A. Florida Power & Light Co. 91/05/31. 10pp. 58207:222-
58207:231.

S. Reportable occurrences, LERs & related correspondence

9106040063 LER 91-003-01 :on 910426,shutdown cooling HX 2A discovered out of svc
while searching for dc ground.On 910417,outlet valve V-3457 out of svc.Caused by
mispositioned cooling water valve.Valve realigned.W/910528 Itr.
LAUVER.C., SAGER.D.A.  Florida Power & Light Co.  91/05/28. 7pp. 57994:007-
57994:013.

9106170257 Special repton 910513,determined that plant criteria for fishkill had been
met.Cause of mortality is insufficient food supply.Fish removed & disposed of on site
& velocity caps rebuilt.

SAGER.D.E. Florida Power & Light Co. 91/06/06. Document Control Branch (Docu-
ment Control Desk). 2pp. 58161:294-58161:295.

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257-
Q & 2003-8209-0 for annubar or piping subassernblies.Ltrs to affected utils
encl.Training session scheduled for in-house personnel.

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 8pp. 58213:214-58213:221.

V. Operator Examinations

9106110021 Forwards exam rept 50-335/91-300 for exams administered on 910429-
0502.

PEEBLES.T.A. Region 2 (Post 820201). 91/05/28. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 57995:156-57995:324.

-9106110026   Exam   rept   50-335/91-300  on   910429-0502.Exam   results:six   SROs
passed written exams & operating tests.

MOORMAN.J.H., CASTO.C.A. Region 2 (Post 820201). 91/05/24. 167pp. 57995:158-
57995:324.

DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1

A. Application/construction stage documents & correspondence

9106030090 Forwards supplemental SE accepting containment cooling sys & hot stand-
by as acceptable safe shutdown mode following MSLB.

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/05/21. NAUMAN.D.A. Tennessee Valley Authority. 2pp. 57887:238-57887:241.

-9106030092 Supplemental SE accepting proposed containment cooling sys & hot
standby as acceptable safe shutdown mode following MSLB.

*   Office of Nuclear Reactor Regulation, Director (Post 870411).  91/05/21, 2pp.
57887:240-57887:241.

9106040311 Notification of 910626 meeting w/util in Spring City.TN to discuss
status.needed actions & schedules of various issues including.outstanding
issues.confirmatory issues.proposed license conditions & corrective action programs.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/05/30. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 57999:212-57999:214.

9106070275 Forwards response to NRC interim supplemental SER re performance plan
on master fuse list program.

WALLACE.E.G. Tennessee Valley Authority. 91/05/31. Document Control Branch
(Document Control Desk). 5pp. 58039:104-58039:108.

9106060283 Requests that encl 910603 memo from HC Garg to S Newberry be reclas-
sified as PDR-available.

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603).
91/06/03. Document Control Branch (Document Control Desk). 1p. 57935:036-
57935:076.

-9106060292 Trip rept of 901210-14 & 910107-11 visit to facility to assess cable instal-
lation integrity.

GARG,H.C. Instrumentation & Control Systems Branch. 91/06/03. NEWBERRY.S. In-
strumentation & Control Systems Branch. 40pp. 57935:037-57935:076.

9106100157 Rev to 910515 summary of 910522 meeting w/TVA re status of various
licensing issues.

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/06/04. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
18pp. 57994:317-57994:334.

9106100119 Forwards interim safety evaluation of FSAR section 14.2, amends 56-63.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/06/06. NAUMAN.D.A. Tennessee Valley Authority. 2pp. 57994:339-57994:344.

-9106100125 Interim safety evaluation accepting amends 56-63 to FSAR section 14.2.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 4pp.
57994:341-57994:344.

9106100406 Forwards responses to supplemental NRC questions on FSAR, Section
3.8,proposed revs to FSAR.App 3.8E,Rev 1 to Design Guide Cl.6.12,in response to
plant evaluation criteria for steel structures w/thermal restraint.
WALLACE.E.J.  Tennessee Valley Authority.  91/06/06.  Document Control Branch
(Document Control Desk). 2pp. 58123:001-58123:170.

-9106100411 Rev 1 to Civil Design Guide DG-C1.12, "Structural Steel Evaluation of
Steel Structures w/Thermal Restraint."
HUGHES.JJ. Tennessee Valley Authority. 91/05/06. 68pp. 58123:010-58123:077.

-9106100418 Rev 6 to Design Criteria WB-DC-20-21, "Miscellaneous Steel Compo-
nents for Category I Structures."

*  Tennessee Valley Authority. 89/12/07. 37pp. 58123:078-58123:114.

-9106100427 Rev 0 to WCG-1-811, "Test Correlation Study for Thermal Use of Ductility
Ratio."

WU.C, CHEN.Y., LANHAM.K. Tennessee Valley Authority. WCG-1-811 ROO. 91/04/12.
56pp. 58123:115-58123:170.

9106270121 Confirms 910606 mgt meeting to be conducted onsite to discuss current
status & future plans for plant work activities.Proposed agenda encl.
WILSON.B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58223:333-58223:336.

9106190280 Forwards attachment to 910607 Itr re seismic analysis corrective action
program implementation audit.

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. Document Control Branch
(Document Control Desk). 3pp. 58187:310-58187:312.

9106190374 Forwards Calculation WCG-1-397,Rev 1, "Two Degree of Freedom Com-
parison to Coupled Sys Response," in response to 910104 request for addl info on
justification for 1.2 multi-mode factor.

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. Document Control Branch
(Document Control Desk). 2pp. 58188:026-58189:130.

-9106190380 Rev 1 to WCG-1-397, "Two Degree of Freedom Comparison to Coupled
Sys Response."

*   Tennessee   Valley  Authority.   WCG-1-397   R01.   91/01/25.   400pp.  58188:028-
58189:130.max allowable primary loop resistance ternp delay time from 8 s to 14 s. .
